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1. ‘the airfield was located nortn of the DEBLIN (R 52/1 aay Ne 
PREYTOCZNO (R 52/L32) road, east of PODLODON (R 52/L oP 
and south of WALENTYNOW (a 52/L82) ( for details see Annex). 


2, The field, about 5,000 x 6,600 feet, had a concrete Ee. runway, 
about 4,000 feet long. The sodded landing field was level. 
A conerete road, at least 16 feet wide, extended from both 
narrow sides of the field and led to a high forest, The eastern 
road terminated at a concrete perking site, about 3,300-feet 
square, on the edge of the field. 


3. A guardhcuse and a steel container, about 13 feet high and 
13 feet/ diameter, were Located on the southern edge of the 
field. 


4, The field was oeeuried by a small guard detail of the DEBLIN~ 
TRENA (R 52/L 61) pilot schocl. ; 


5, Wo aircraft were stotioned at tne field. Ten to fifteen U~2s 
Landed at the field about 7 o'clock every morning durinz the 
summer. at the same time, soldiers wearing Polish air force 
uniforms, who were presumably assigned to the DEBLIN-~IaLNAa 
pilot school, arrived at the field by truck. The aircraft and 
soldiers left the field every evening, heading in the dire@tion 
of DEBLIN . , 


6. In@ividval flizhts vith U-2s and p»rachuting fron Deuglas pianes 
‘ere observed, The aireraft approached the field individually 
while three or four paraitroopers jumped from each plane. This 
vas repeated seven to ten times a day. 
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Annex: 1 B Llucrrint. 
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